. 245454! 


The Ritz-Carlton, Doha 


Room count: 374 
Address : P.O. Box 23400,Yact-Ban,floxa 
Geolocation: 51.531200408935504,25.379276372954198 


. 444 4 


Sharq Village and Spa Hotel Operated by The 
Ritz-Carlton Hotel Company, B.V. 


Room count: 174 
Address : PO Box 26662, loxa 
Geolocation: 51.556670665741,25.2852720299814 


0 0o x x X 


Grand Hyatt Doha 


Room count: 340 
Address : West Bay Lagoon, Y3cr-b3A,[1oxa 
Geolocation: 51.5270483493805,25.3769402409273 


2 dd d d! 


Millennium Hotel Doha 


Room count: 226 
Address : Jawaan Street,/1oxa 
Geolocation: 51.4948830055291,25.2837186668221 


25 44 4 4 


Al Sultan Beach Resort 


Room count: 216 
Address : P.O. Box 5555,Anb-Xop 
Geolocation: 51.52237594127661,25.685502826745097 


. 24544! 


Mvenpick Tower Suites Doha 


Room count: 347 
Address : West Bay Area, Yact-Ban,foxa 
Geolocation: 51.5382117033005,25.325189641287302 


db d db dbi 
Wyndham Grand Regency Doha 


Room count: 246 
Address : Al Sadd Area,/1oxa 
Geolocation: 51.497066617012,25.2915726214786 


Yr Yee eot 
Sheraton Doha Resort Convention Hotel 


Room count: 371 
Address : Al Corniche Street, Y3cr-banl1oxa 
Geolocation: 51.5366077423096,25.318037349209398 


d d d dh! 
W Doha Hotel Residences 


Room count: 441 
Address : West Bay,Yacr-ban/1oxa 
Geolocation: 51.530256271362305,25.328801 994329698 


tk Ye de desk 
Doha Marriott Hotel 


Room count: 362 
Address : Ras Abu Aboud,/1oxa 
Geolocation: 51.5626788139343,25.2867950667011 


d d d d! 
InterContinental Doha Hotel 


Room count: 257 
Address : Al Isteglal Road, Yact-ban loxa 
Geolocation: 51.5294194221497,25.3485249950022 


te oe we we oe 
Grand Regal Hotel 


Room count: 218 
Address : P.O. Box 17035,oxa 
Geolocation: 51.542969942092896 ,25.2823107844229 


Lb d d di 


14. 


15. 


16. 


17. 


18. 


19. 


La Cigale Hotel 


Room count: 225 
Address : 60 Suhaim Bin Hamad Street, Al Sadd Area,floxa 
Geolocation: 51.5078544616699,25.2801595312195 


ZIZIz: 
Kempinski Residences Suites, Doha 


Room count: 370 
Address : West Bay,Yact-Ban,oxa 
Geolocation: 51.53122186660767,25.329034732843027 


WI Y YY YY 
Sealine Beach Resort 


Room count: 77 
Address : Mesaieed,50255Mecaun 
Geolocation: 51.514238119125366,24.861761897284165 


db d db dh i 
Oryx Rotana 


Room count: 400 
Address : Al Nahda School Street, Airport Road,floxa 
Geolocation: 51.55376315116882,25.26712022889062 


te we de ve 
Grand Heritage Doha Hotel and Spa 


Room count: 137 
Address : Aspire Zone,floxa 
Geolocation: 51.43610000610352,25.26720755030657 


db d db dbi 
Renaissance Doha City Center Hotel 


Room count: 257 
Address : West End City Center, Al Wahda Street, West Bay, PO Box 25500, Yact-Ban,floxa 
Geolocation: 51.5280032157898,25.324893859955385 


tk Ye de ue te 
Hilton Doha 


20. 


21. 


22. 


23. 


24. 


25. 


Room count: 309 
Address : Diplomatic Area, Dafna,Yact-Bon,foxa 
Geolocation: 51.5358259,25.3313362 


d d d dh! 
The Torch Doha 


Room count: 163 
Address : Al Waab Street, Aspire Zone,floxa 
Geolocation: 51.44468307495117,25.2625386770478 


oe we oe oe of 
Retaj Royale 


Room count: 107 
Address : Al Salata,fioxa 
Geolocation: 51.543238162994385,25.288589 703257532 


Ye Ye oe oe 
Concorde Hotel Doha 


Room count: 210 
Address : Al Matar street ,Doha,foxa 
Geolocation: 51.540254,25.2754684 


Ld d d di 


InterContinental Doha The City 


Room count: 525 
Address : West Bay, Y3cr-b34,8299/10oxa 
Geolocation: 51.5258281,25.3259205 


Ld d d di 


Arumaila — Souq Wagif Boutique Hotels (SWBH) 


Room count: 19 
Address : Souq Wagif,1274/1oxa 
Geolocation: 51.532251834869385,25.288046464724214 


db d dh dbi 
The St. Regis Doha 


Room count: 336 
Address : Westbay,Y3cr-b3nA,/1oxa 


26. 


2T. 


28. 


29. 


30. 


31. 


Geolocation: 51.52868986129761,25.3502314555209 


db d db dbi 
Governor West Bay Suites And Residence 


Room count: 190 
Address : West Bay,Ysct-Ban,foxa 
Geolocation: 51.52916193008423,25.329296563135593 


oe oe oe oe 
Al Jasra — Souq Wagif Boutique Hotels (SWBH) 


Room count: 26 
Address : Soup Wagif, 1274/1oxa 
Geolocation: 51.5309643745422306,25.288919525465523 


oe oe oe oe of 
Copthorne Hotel Doha 


Room count: 137 
Address : Airport Road, PO14595]/1oxa 
Geolocation: 51.54186487197876,25.274813974793805 


kk ke & k 
Crowne Plaza Doha - The Business Park 


Room count: 378 
Address : Airport Road, P.O. Box 22080, Doha, State of,25556/1oxa 
Geolocation: 51.54178977012634,25.273624532146602 


te ve te oe tk 
Four Seasons Doha 


Room count: 232 
Address : The Courniche,Yact-B3n,P.O. Box 24665/1oxa 
Geolocation: 51.53916120529175,25.32463202014062 


db dh dh: 
Swiss-Belhotel Doha -Qatar 


Room count: 165 
Address : Jaber Bin Mohammed Street Old Slata Doha,floxa 
Geolocation: 51.54038429260254,25.287619632740977 


32. 


33. 


34. 


35. 


36. 


37. 


38. 


KNR 
Royal Qatar Hotel 


Room count: 82 
Address : Al Askmah, [oxa 
Geolocation: 51.532766819000194,25.282749761506103 


UE Rz te 
Radisson Blu Hotel Doha 


Room count: 584 
Address : C Ring Road/1oxa 
Geolocation: 51.5134763717651,25.2719422174823 


KNR 
Mvenpick Hotel Doha 


Room count: 154 
Address : Corniche Road,floxa 
Geolocation: 51.5446490049362,25.2902000031832 


te te te tk 
Mercure Grand Hotel 


Room count: 175 
Address : Musheireb Street, Qoxa 
Geolocation: 51.527810096740694,25.2833512302894 


db dh dh: 
Al Liwan Suites 


Room count: 83 
Address : 27 Umm Ghowailina Street, Joxa 
Geolocation: 51.5469878911972,25.2752360009686 


UE 2 te 
Best Western Hotel Doha 


Room count: 180 
Address : Old Salata,oxa 
Geolocation: 51.543887257575996,25.287246153523302 


kek 


39. 


40. 


41. 


42. 


43. 


44. 


Gloria Hotel Doha 


Room count: 167 
Address : Safilia Street,1oxa 
Geolocation: 51.542905569076495,25.2891911430809 


te we oe a 
Retaj Al Rayyan 


Room count: 360 


Address : P.O. Box 25556 Doha , Dafna, Diplomatic District, Yact-ban,25556foxa 


Geolocation: 51.537916660308795,25.327541319606496 


kuni 


Holiday Villa Hotel Residence City Centre Doha 


Room count: 734 
Address : Al Muntazah,foxa 
Geolocation: 51.52587890625,25.26449085461087 


db dh dh: 
Ezdan Hotels Suites Doha 


Room count: 2200 
Address : Al Dafna West Bay, Yact-Ban,floxa 
Geolocation: 51.5213942527771,25.31830890157245 


te te a a 
Corp Executive Doha Suites 


Room count: 60 
Address : 27 Al Sarh, Umm Gwalina (PO Box 23463),foxa 
Geolocation: 51.547508239746094,25.280343856550843 


WW WW 
Ramada Encore Doha 


Room count: 111 


Address : Ahmed Bin Mohd. Bin Thani St., "A" Ring Rd., Musheireb,/1oxa 


Geolocation: 51.53057813644409,25.280421467132864 


k Ye de 
Safir Doha Hotel 


45. 


46. 


4T. 


48. 


49. 


50. 


Room count: 133 
Address : Al Najma Street,foxa 
Geolocation: 51.536983251571655,25.272417614433543 


KKK K 
Century Hotel Doha 


Room count: 133 
Address : Old Slata, 820 Malik Bin Anas Street, El Refaa District, [oxa 
Geolocation: 51.546977162361145,25.28578132782816 


oe te a of 
Courtyard by Marriott Doha City Center 


Room count: 204 
Address : West End City Center, Al Wahda Street, West Bay, PO Box 25500, Ysact-Ban,floxa 
Geolocation: 51.52800053358078,25.32464171792163 


we ve oy 
Coral Hotel Doha 


Room count: 227 
Address : Old Salata, Al Safilia Street, ļoxa 
Geolocation: 51.54295921325684,25.2897 1497533548 


db dh dh: 
K108 Hotel Doha 


Room count: 108 
Address : Al Ghanim, Doha — Qatar,foxa 
Geolocation: 51.540475487709045,25.281328537 129188 


E de te 
Amari Doha Hotel 


Room count: 120 
Address : Al Diwan Street, Musheireb,foxa 
Geolocation: 51.5235188,25.2832459 


wk * 
Al Seef Hotel 


Room count: 50 
Address : Almathaf Str, Qoxa 


51. 


52. 


53. 


54. 


55. 


56. 


Geolocation: 51.5461885929108,25.287124893789798 


wk * 
La Villa Palace Hotel 


Room count: 64 
Address : Alasmakh, [oxa 
Geolocation: 51.531608104705796,25.281313985257604 


ke i te 
Al Muntazah Plaza Hotel 


Room count: 146 
Address : Mansoora Street,floxa 
Geolocation: 51.52760624885559,25.272586428353875 


kkk 
Merwebhotel Al Sadd 


Room count: 126 
Address : Al Sadd,floxa 
Geolocation: 51.50473237037661,25.2807513115526 


wk * 
Gulf Paradise Hotel 


Room count: 65 
Address : Gulf Street,fioxa 
Geolocation: 51.5183472633362,25.28 19930707364 


kkk 
Le Park Hotel 


Room count: 110 
Address : Jawaan Street,Al Sadd., ,Qoxa 
Geolocation: 51.4968144893646,25.2907189808319 


wk * 
Al Bustan Hotel 


Room count: 46 
Address : Museum Street,/1oxa 
Geolocation: 51.545617282390594,25.286950279560404 


57. 


58. 


59. 


60. 


61. 


62. 


63. 


wk * 
Al-Ghazal Hotel 


Room count: 112 
Address : Najmah Street,Joxa 
Geolocation: 51.53883934020996,25.270215249622773 


kkk 
Addar Hotel 


Room count: 42 
Address : Al Wakra,Onb-Bakpa 
Geolocation: 51.60335719585419,25.180845134228893 


kkk 
Al Nakheel Hotel 


Room count: 56 
Address : Near Souq Waquif, Al Asmakh Street,foxa 
Geolocation: 51.53219282627106,25.28429223191885 


te ve 
Grand Qatar Palace Hotel 


Room count: 92 
Address : Ahmed Bin Mohammed Bin Thani Street,31377foxa 
Geolocation: 51.5318325,25.279703 


www 
Chairmen Hotel 


Room count: 68 
Address : Al Mansoura Najma,37303/1oxa 
Geolocation: 51.53758406639099,25.26594138362717 


ke te 
Musherib Hotel 


Room count: 60 
Address : Al Diwan Street, Dora 
Geolocation: 51.52632683515549,25.28012800185849 


kuw 


64. 


65. 


66. 


67. 


68. 


69. 


New Capital Hotel 


Room count: 82 
Address : Qatar , Doha, Musharib street,[10xa 
Geolocation: 51.5269651,25.2835077 


te we a 
Kingsgate Hotel Doha 


Room count: 140 
Address : Ali Bin Abdallah Old Ghanim,foxa 
Geolocation: 51.53863549232483,25.286242119275308 


* x 
La Villa Hotel 


Room count: 81 
Address : Gold Market Close To Hamad Street 6 Ibn Oqeel Street, oxa 
Geolocation: 51.5388286113739,25.2857473747049 


** 
Dana Hotel 


Room count: 30 
Address : Muthaf Street,[1oxa 
Geolocation: 51.54375314712525,25.28717339769775 


Ye 
Qatar International Hotel 


Room count: 42 
Address : Qatar , Doha, Musharib street,/10oxa 
Geolocation: 51.5262707,25.283095 


ww 
Diamond Hotel 2 


Room count: 30 
Address : Tariq Bin Zyad Street, oxa 
Geolocation: 51.54015898704529,25.281318835881677 


wy 
Fuda Hotel 


70. 


71. 


72. 


73. 


74. 


75. 


76. 


Room count: 17 
Address : Al Muthaf Street, Old Salata, Doha, P.O. Box 82700,floxa 
Geolocation: 51.54697448015213,25.28705698828601 


Al Sadd Suites Hotel 


Room count: 50 
Address : Al Sadd Area, Al Qawafel Street # 38,foxa 
Geolocation: 51.497393846511805,25.284020603332003 


Le Mirage Suites 


Room count: 
Address : Al Handasa Street,floxa 
Geolocation: 51.5198171138763,25.2770162561485 


Somerset West Bay Doha 


Room count: 200 
Address : Diplomatic Area, Yact-bon,foxa 
Geolocation: 51.531271,25.329376 


La Villa Inn Hotel Apartments 


Room count: 
Address : Al Najma,foxa 
Geolocation: 51.537589430809,25.268881198639402 


Liberty Suites Doha 


Room count: 
Address : 14, Al Jazeera St., Bin Mahmoud Area,4317[1oxa 
Geolocation: 51.51602178812027,25.28363741196975 


Al Jazeera Service Apartments 


Room count: 
Address : Crazy Signol Opposite On High Way,22748Doxa 
Geolocation: 51.53881788253784,25.276853754374777 


City Suites Hotel Apartments 


Room count: 
Address : Ras Abu Abboud Road,/1oxa 
Geolocation: 51.54681622982025,25.28435528846812 


7. Fraser Suites Doha 


Room count: 138 
Address : 48675 Al Meena Street, Corniche Road,DOHAJloxa 
Geolocation: 51.54377460479736,25.29008359667669 


z. Gulf Pearls Hotel Apartment 


Room count: 
Address : Al Naser Street,/1oxa 
Geolocation: 51.50733411312103,25.2726068024982 


Generated from : https://spravka-region.ru 


